Fully Recessed Heating Systems 


New York, NY 10001 
646-693-2426 

http://ikogroupllc.com/products/heating-system.html 

Mon-Fri 8 am-6 pm 
cash, check, all cc 

Iko Group provides exceptional services earned by many years of of international experience which 
helps designers architects,contractors,developers in different trades of construction industry. 

Our company's philosophy is to always find a way to satisfy our Clients' needs, while delivering the best 
and newest technology on the market. Please note that we use the word "Client" in reference to you, 
not just any customer, because we feel responsible and understand how important it is to you, our 
Client, to have a smooth experience in getting your home or business set up your way. It is crucial to 
have your valuable support for the services we supply as we strive to meet your budget and deadlines. 

IKO Group management expertise comes from two parts of the Globe-New & Old World. Such 
experience allows Iko Group professionals to find a perfect way for best solutions to reach our Client 
goal. 

Fully Recessed Heating Systems, Trench Heaters, Custom Architectural Enclosures, Custom 
Architectural Grille, Heating Systems, Fully Recessed Heating Systems, New York, NY 

https://web.facebook.com/pg/Fullv-Recessed-Heating-Systems-297803347596984/about/ 


https://goo.gl/maps/Xb7GVpLCK9r 





